Arlington High School Building Project 

AHS Construction Update - 2/19/20 



Geothermal Test Well Drilling Begins 
February 24 - March 6 


Two 500’ deep geothermal 
test wells will be drilled on 
the Peirce Practice field and 
AHS baseball field behind 
Stop & Shop and abutting 
the DPW yard. 

This work will not affect 
pedestrian access to AHS 
from Grove Street. 


ANTICIPATED SCHEDULE: 

Mobilization: 2/24 
Drilling Well #1:2/25-2/27 
Demobilize Well #1/Mobilize 
Test Well # 2 : 2/28 
Drilling Well # 2 : 3/2 - 3/3 
Demobilize Well # 2 : 3/4 - 3/6 
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ARLINGTON HIGH SCHOOL - GEOTHERMAL TEST WELL PROGRAM WORK AREAS 
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For immediate, on-site assistance contact Hal Raymond, Skanska Site Representative, (617) 352-8593. For more information or to 
sign up for AHS Construction Updates, visit www.ahsbuilding.org . Email questions or concerns to ahsbuilding@arlington.kl2.ma.us . 
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Consign Construction Co., Inc. 
Construction Manager at Risk 
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